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John Adams met the George III in a room called the Kings 
Closet at St. James’s Palace in London. This was a small, pri- 
vate meeting room- -not a place to store clothes. No pictures 
exist of that location, but this picture of a similar room at 
Windsor Castle, can give you a good idea of what it was like. 
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